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III. Enarratio Olfervationum circa Rorem de- 
ciduum, fafiarum Medioburgi in Zeelandis, 
a Leonardo Scocke, M. D* fuper aperta 
tPlanitie pJumbea Turris Afironomica Joh. 
Munkii, Architetti pubJici 5 tempore nofiturno, 
interiy& 16 Julii 1741. N. S. cumfiguris 
Floccorum Nivalium Jan. 1742. ibidem 
ohfervatorum. 

KM^Mayio. TTXIEI 25 Julii meridic, altkudo Ba- 
»74*- JL/ romctri fuit 29 poll. 2 f lin. Rhe- 

noland. Thermometri autem Fahrenheitiani 70 gra- 
dum : Coslo fereno, Ventoque leniter flante ex occi- 
dente aeftivo: At ipfo obfervationum tempore, ab 
hora decima ad primam no&urnam, Barometri alti- 
tudo erat 29 poll. 2 lin. Thermometri circiter 60 
gradum, flante vix ullo Vento, Coeloque itidem fe- 
reno. 

In Vitrum varii generis, multum roris decidit, ita 
ut totum maderet. 

In Aurichalcum politum pauxillum, nec nifi te- 
nuis Vapor. 

Aurichalcum rude & afperum, paulo plus. 

Ferrum Stanno obdu&um, (Belgice Blik) pa- 

rum. 

- coerulei coloris, multum. 



-afperum, admodum multum. 
-\x\c, paenc nihil. 
-rubiginofum, nihiL 



Argentum vivum purum, nihil. 

In 



[ "3 ] 

In Srannum Iseve, nihil. 

— -Plumbum afperum, multum. 

lxvigatum, parum. 

Argcntum candidum, nihil. 

politum, nihil. 

inauratum, item nihil. 

Vas Myrrhinum coerulei coloris, (Belg. Blaatt 

^Porfelein) multum. 

Scandulam lapideam, multum. 

Corbulam ex canna Indica fubtiliter plexam, 

modicum. 

- Lignum Querceum laeve: albi coloris, per- 

quam multum. 
„ — __— _* — — — — .nigri coloris, multo minus. 

- wAbiegnum (Belg. Greenen hout) Jsvi- 

gatum, erat tantummodo uvidum. 

— — « albi coloris, paululum roris 

habebat. 

Omnis generis papyrum & humefcebat. 

Illis corporibus, qua: multum roris admittebant, 
paulo editius, diftantia duarum triumve pollieum, 
fupra locum jam. roratum collatis, locus ifte in 
plumbea turris planitie ficcabatur, ipfaque corpora 
tam inferne quam fupcrne madefcebant; attamen 
ftannum & argentum in eodem fitu locata, ficca per- 
manebant, licct ipfc locus antea roratus exficcaretur. 



Regi^ 
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Regi.e Societati Lond. Figura fupra» 
pojita-t exhibent formas Nivalium Floo 
corum, quos Medioburgi tn Zeelandis ob- 
fervavit Leonardus Stocke^ M. Z>. 

Poftridie Calend. Jan. 1742. N.S. Summomane 
depluerunt Flocci, (partim) conformati 
inftar Fig. 1. quorum Diametri ad ex- 
trema puncta pertingentes erant | lin. 

10 Jan. die, ante meridiem, Fig. 2.Diametri | lin. 
in quibus media fexangularis rofa, ficut in 
Fig. 1 . ovales figurae vacuae erant. 

20 Jan. Circa meridiem, Fig. 3 . Diametri 1 lin. 
& Fig. 4. Diametri 1 -f lin. hi pofteriores 
refplcndebant lapidis fpecularis inftar. 
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